Subject:  RE:  City  of  Duarte/Bradbury  -  ALPR  Camera 

From:  Kevin  Kearney  </0=EXCHANGELABS/OU=EXCHANGE  ADMINISTRATIVE  GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN  =  B95C06125797468FAD5EA6F2F82F5DD7-KKEARNEY> 
Date:  9/24/18,  4:26  PM 

To:  Villalobos,  Brian  C.  <BCVillal@lasd.org>,  George,  Darrell  <georged@accessduarte.com>,  Lisa  Bailey 
<lbailey@cityofbradbury.org> 


Hi  Brian, 


I  haven't  forgotten  about  this  yet.  My  Finance  Director  is  out  until  Thursday/Friday,  and  I  want  to  run  this  by  her 
first  to  ensure  that  it  doesn't  need  to  go  back  to  Council.  I  hope  to  have  an  answer  for  you  by  this  week. 


Kevin  R.  Kearney 

City  Manager  |  City  of  Bradbury 

600  Winston  Avenue,  Bradbury,  California  91008 

0:  (626)  358-3218  |  F:  (626)  303-5154  |  kkearnevOcitvof bradbu rv . ora  <mailto: kkearnevOcit vofbradburv.org> 


From:  Villalobos,  Brian  C.  f mailto : BCVillalPlasd .oral 
Sent:  Wednesday,  September  19,  2018  11:53  AM 

To:  Kevin  Kearney  <kkearnev(acit vofbradburv.org>:  George,  Darrell  <georaed(aaccessduarte .  com> 
Subject:  City  of  Duarte/Bradbury  -  ALPR  Camera 


Hi  Kevin, 

I  finally  received  a  quote  from  Vigilant  for  the  complete  installation  of  both  cubes.  Somehow  Vigilant  was  confused  and 
thought  we  were  doing  the  pad  and  electrical.  Anyway  this  quote  would  complete  the  project  and  comes  to  an  additional 
$9,225  (split  in  two  it  would  be  $4,612.50  each).  Let  me  know  if  you  are  OK  with  this  and  I  will  get  an  agreement  over 
to  you  for  signature  and  we  can  pull  a  purchase  order. 

Take  care, 

Brian 


£ 


*  Attachments-133/Part  1.1.2 

•  Attachments-133/GSM-0906-01  -  Covert  Cube  Installation.pdf 


